Order of succession / delegation of authority 

Clinical Diagnostic Laboratory Division 


Director, Clinical Diagnostic Laboratory Division 
(Linda Han, MD) 

Physician II 


Clinical Diagnostic Laboratory Manager 
(Joseph Peppe) 

Laboratory Supervisor III 


(. 


) 


Folk OIG PRR 001070 



